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UNITED STATES DEPARTMENT OF AGRICULTURE 
Rural Electrification Administration 


November 1, 1951 


TELEPHONE ENGINEERING MEMORANDUM 506R1 


SUBJECT: Inspection Companies and Inspectors 


The following is a revised list of Inspection Companies and their 
Inspectors acceptable to REA to inspect poles, crossarms and other 
timber products. Additions and deletions have been made. This 
Supersedes all previous issues of Engineering Memorandum No. 506. 


Hammer Number 


Name and Address of Inspectors 


Alberta A, Testing & Inspection Co., ibaen 1 910— 
9th Ave. W., Calgary, Alberta, Canada 
Douglas H, Ewing, 1910 - 9th Ave, Wey 


Calgary, Alberta ALT ad 
Victor Kastberg, 1910 - 9th Ave. W., 
Calgary, Alberta ALTIs=1 


Bacher Inspection Service, 414 Harrison Building, 
Philadelphia 2, Pennsylvania 
R, J. Bacher, (See address above) BIS 


Barrow-Agee Laboratories, Box 156, Memphis 1, 
Tennessee 
O. C. Attridge, Engineering Dept., Barrow-Agee 
Laboratories, P, 0, Box 156, Memphis 1, Tenn, 

B, Craig, P. 0. Box 156, Memphis 1, Tennessee 

- B. Dowdle, Louisville, Mississippi 

- C, Hyche, P. 0. Box 1558, Atlante, Georgia 

- L. Lacey, P. 0. Box 858, Shreveport, La, 

. W. Robert, 2149 Olive Street, Baton Rouge, La. 


OH > 
BERR 


& BR 


G. Leo Brown, 322 Mayes St., Jackson 32, Mississippi 


Commercial Testing Laboratories, Inc., 519 Lipan St., 
(Formerly C. J, Ray Inspection Service) Denver 4, 
Colorado 
Chester F, Carter, 519 Lipan Street, Denver 4 
Colorado R-6 
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Hammer Number 
Name and Address of Inspectors 


Commercial Testing Laboratories, Inc., (Continued) 
Neill A, Gebhart, 319 North Federal Blvd., 


Riverton, Wyoming R 
C. J. Ray, 519 Lipan Street, Denver 4, Colorado R-2 
N. B, Walters, 519 Lipan Street, Denver 4, 
Colorado R-7 ; 
R. A. Coster, Route 1, Box 331, Missoula, Montana C 
DeVan Inspection Company, 156 Mohawk Street, Mobile 
18, Alabama 
B. C, DeVan, 156 Mohawk Street, Mobile 18, Ala. DIC~1 
D. M. Hargett, 1213-C, Murray Hill Ct., Mobile, 
Alabama DIC-2 


Forest Products Inspection Company, P. 0. Box 146, 
Station A, Atlanta, Georgia 
K. M. Ashbaugh, P. 0. Box 146, Station A, Atlanta, 
Georgia EPI-1 


Froehling & Robertson, Inc., 814 W. Cary Street, 
Richmond 6, Virginia 


S. D. Howard, P. 0. Box 1208, Spartanburg, S. C. F&R-1 
W. D. Palmer, Box 642, Norfolk 1, Virginia FP&R-71 
J. I. Thomason, Jr., Box 642, Norfolk 1, Va. F&R-17 


Gross Inspection Agency, 1235 West 175th Street, 
Innis Arden No. 3, Seattle 77, Washington 
C. I. Gordon, 16412 Des Moines Way, Seattle 88, 


Washington G-4 
E. L. Gross, 1235 West 175th Street, Innis 
Arden No. 3, Seattle 77, Washington G-3 
F, D. Mattos, Oakland, California G=6 
Woodrow Nishitani, Portland, Oregon G-7 
R. J. Rohrback, W-1114 Frederick, Spokane, Wash. G-2 
Earl G, Smart, Route 4, The Dalles, Oregon G-1 
E, G, Thompson, 117 East 10th Street, Olympia, 
Washington G5 
B. L. Hambleton, P. 0, Box 82, Hialeah, Florida HPL 


A. M. Hickox Inspection Service Inc., 701-2 Failing 
Building, Portland 4, Oregon 
J. H. Weiler, 266 A Street, Apt. #1, Fort Logan, 
Colorado H-24 


Name and Address 
Robert W. Hunt Company, A2200 Insurance Bldg., Chicago 
4, Illinois 
J. Carpenter, 427 Postal Bldg., Portland, Oregon 
R. Tench, 251 Kearny St., San Francisco 8, Calif. 


R, E. Looney Inspection Co., 854 Pryor Steno. Wa, 
Atlanta, Georgia 
R. E. Looney, 854 Pryor St., S. W., Atlanta, Ga, 


MacDonald & MacDonald, Ltd., Birks Bldg., 
Vancouver, B. C, 
James R. Amundsen, 414 Burns Bldg., Calgary, 
Alberta 
W. G, Herrmann, Vancouver, B. C, 
J. M. Marshall, Vancouver, B, C, 
H. M. Thompson, Vancouver, B, C, 


McCallum Inspection Company, 113 W, Berkley Aveme, 
Norfolk 6, Virginia 

M. C. Briggs, Brewton, Alabama 

J. L. Doughtie, 910 Spottswood Ave., Norfolk, 
Virginia 

E. S. Freshwater, 1619 N. Marion St., Valdosta, 
Georgia 

E, R, Jackson, RFD #4, Box 488, Norfolk, Virginia 

H. Allen Lanier, 4010 Wrightsville Avenue, 
Wilmington, North Carolina 

J. F. Lankford, Box 70, Hallwood, Virginia 

R. R. Luke, 1210 N. W. 3rd Avenue, Gainesville, Fla, 

L. B. Mitchell, P. 0. Box 700, Augusta, Georgia 

E. D. Mize, 3328 Norwich Street, Brunswick, Georgia 

C. S. McCallum, 113 W. Berkley Ave., Norfolk 6, 
Virginia 

J. H. Peterson, Pensacola, Florida 

A. C. Pons, 1904 Anne St., Wilmington, N. C. 

John D. Robinson, 1904 Church Ste, Wilmington, N. C, 

W. F, Rountrey, 113 Berkley Ave., Norfolk 6, Va, 

Aubrey Saunders, 2110 Melrose Drive, Valdosta, Ga, 

H. I. Smith, 557 Chestnut Drive, Jacksonville, 
Florida 

J. F, Stevens, 113 wW. Berkley Ave., Norfolk 6, Va. 

A. C, White, Route 5, Garden City, Savannah, Ga, 

E. W. Williams, R. R. #7, Box 473, Naval Base, 
South Carolina 

C. L. Williford, Taylor—Colgquitt Company , 
Spartanburg, South Carolina 


Hammer Number 


of Inspectors 


H-3 
H-17 


L-1 


M&M 9 
M&M 4 
M&M 1 
M&M 3 


MIC-10 
MIC~23 


MIC—19 
MIC~18 


MIC-15 
MIC~20 
MIC.31 
MIC~22 
MIC-61 


MIC—1 
MIC~7 
MIC~2 
MIC-30 
MIC.3 
MIC—16 


MIC.9 
MIC~4 
MIC..5 
MIC~6 


MIC.17 


Name and Address 


Northwest Inspection Service, 5626 Nicollet Avenue, 
Minneapolis 2, Minnesota 
J. F, McNaughton, 7514 Van Buren Street, N. E., 
Minneapolis, Minnesota 


Oklahoma Testing Laboratories, P. 0. Box 3506, 
Oklahoma City 6, Oklahoma 

Paul W. Bean, 900 Logan Street, Denver, Colorado 

Leo B, Irick, 725 McKinley St., Joplin, Missouri 

C. A. Lashbrook, P. 0. Box 3506, Oklahoma City 6, 
Oklahoma 

Jake H, McDonald, Poteau, Oklahoma 

Ben L. Morgan, Jr., 2516 W. Eulanks, Oklahoma 
City, Oklahoma 

Garland V. Shannon, 2024 S. W. 13th Street, 
Oklahoma City, Oklahoma 

Grant S. Sinclair, 145 S. W. 535th St., Oklahoma 
City, Oklahoma 

M. E. Wells, P. 0. Box 551, Poteau, Oklahoma 


Roberts Inspection Company, East Fourth Avenue, Petal, 
Mississippi 
H. P, Roberts, East Fourth Ave., Petal, Miss, 


Edson L, Senft, 621 Superior Street, Sandpoint, Idaho 
Floyd Armstrong, Box 342, Sandpoint, Idaho 
Gordon J, Daugharty, 660 ~ 7th Ave, W. N., 

Rt. 3, Kalispell, Montana 
C. Durand, 539 S. Flown Street, Sandpoint, Idaho 
Edson L, Senft, 621 Superior Street, Sandpoint, 
Idaho 


Shilstone Testing Laboratory, Inc., 510 Gravier Street, 
New Orleans, Louisiana 
H. M. Shilstone, Jr., 2301 W. Dallas Avenue, 
Houston 6, Texas 


Southern Inspection Service, P, 0. Box 8633, Houston 9, 
Texas 
H, BE. Kaufman, 1090 Lola Drive, Pasadena, Texas 
B. N. Rickard, 12913 Ellen, Houston 15, Texas 
H. M. Turner, Jr., Box 38, Garrison, Texas 


Southwestern Laboratories, P. 0. Box 175, Houston, Texas 
J, G. Allardyce, 217 W. 13th Street, Texarkana, 
Texas 
J. B, Baird, 3304 Rice Blvd., Houston, Texas 
C. F. Clewis, 4002 Ridgemoor Drive, Shreveport, 
Louisiana 
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Hammer Number 


of Inspectors 


Sl 


SI-1 
SI-6 
sI-3 


SL 5 
SL 2 


SL 8 


4 


Name and Address 


Southwestern Laboratories (Continued) 
D. Cole, P. 0. Box 49, DeRidder, Louisiana 


E, Doxey, 1464 Broadway Drive, Bossier City, La 


N. C. Galloway, P. 0, Box A9, DeRidder, La. 
D, B. Haygood, 661 Topeka, Shreveport, La. 


James A, Jenkins, 847 Rutherford Street, Shreveport, 


Louisiana 
F, Listenberger, 417 Woodard, Houston, Texas 
W. ©. Lynch, 3804 Moore Street, Houston, Texas 
A. L. Messick, 803 So. 12th Street, Longview, 
Texas 


R. W. Miller, 5405 Karcher Street, Houston, Texas 
C, A. Perkins, $10 Rutherford St., Shreveport, La. 
W. G, Rivers, P. 0. Box 211, El Dorado, Arkansas 
L. Skinner, 2401 Benton Road, Bossier City, La. 


Hammer Number 
of Inspectors 


S. J, Spell, Jr., 847 Rutherford St., Shreveport, La, SL 13 


Marvin Swearengin, 608} W. 1st St., Shreveport, La. 
Lindsay Talley, 1305 W. Bond Street, Denison, Texas 


E, Watts, P. 0. Box 1232, Lufkin, Texas 

L. 0. Watts, 608 McAlpine St., Navasota, Texas 
Bee Os. box 15 

E. E, Whitehead, 2017 Hazel, Texarkana, Texas 

L. G, Williams, P, 0. Box 1232, Lufkin, Texas 


Thorton & Company, 1145 E. Gass Street, Tampa, Florida 
Branch Office at 2729 College Street, Jacksonville, 


Florida 


J. H, Pickren, 2729 College Street, P. 0. Box Pad BF be 


Jacksonville, Florida 


CG. C. Thornton, 1145 E. Cass Street, P. 0. Box 2880, 


Tampa, Florida 


Twin City Testing & Engineering Laboratory, 2440 Franklin 


Avenue, St. Paul 4, Minnesota 
C, W. Britzius, Route 3, Wayzata, Minnesota 


Norman E, Hanning, 726 Parkview Ave., St. Paul, 


Minnesota 


Van Trump Testing Laboratory, 329 S. Wood St., Chicago, 


Illinois 


J. W. Hill, 1424 Rock Street, Little Rock, Ark, 
N. N. Plowman, 1007 W. 15th Street, Little Rock, 


Arkansas 

K. S, Van Trump, 329 So. Wood Street, Chicago, 
Illinois 

R, Van Trump, Little Rock, Arkansas 

W. A, Vaugh, Chicago, Illinois 
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Hammer Number 


Name and Address of Inspectors 
B. W. Waldman, 939 Eleanore Street, New Orleans 15, La. BWW 1 


J. R. White, Inc., P. 0, Box 4176, Houston 14, Texas 
R, 0. Carley, National Treating Plant, Conroe, 
Texas JRW 7 


A, W, Williams Inspection Company, Virginia & Franklin 
Streets, Mobile 3, Alabama 


R. EB, Adams, 519 Grace Street, Wilmington, N. C, AWW 14 
R, A. Allen, 410 Michigan Avenue, Mobile 19, Ala, AW 8 
Samuel Q. Bass, Hammond, Louisiana AWW 49 
George Bernardi, P. 0. Box 711, Weed, -Calif. AWW 55 
J. M. Black, 1824 Elizabeth Straaty Shreveport, 

Louisiana AWW 27 
A, L. Caples, 1807 Caledge Street, Columbus, Miss. AWW 52 
T. B. Cooper, Box 503, Brewton, Alabama AWW 39 
W. C, Cory, 600 Siegel Street, Tama, Iowa AWW 43 
Johnny F. Dopson, Winnfield, Louisiana AWW 40 
A. H. Dowler, 188 East George Street, Marion, Ohio AWW 21 
J. H. Doyle, Jr., Box 314, Mobile, Alabama AWW 26 
C., V. Dryer, P. 0. Box 314, Mobile, Alabama AWW 23. 
W. W. Dwyer, P. 0. Box 314, Mobile, Alabama AWW 3 
J. G, Echols, 1205 Center Street, Winnfield, La. AWW 32 
F, F, Gully, 1 So. Wacker Lane, Mobile, Alabama AWW 1 
W. M. Guyton, P. 0. Box 481, Live Oak, Florida AWW 35 
Alan D, Hadley, 166 Scenic View Drive, Longview, 

Washington AWW 36 
GC, 2. Harrigyale. Lamar Street, Macon, Georgia AWW 41 
W. F. Henderson, c/o Lewis oes Preserving Co., 

Camilla, Georgia AWW 51 
E. F. Hiil, P. 0. Box 62, Brownville, Alabama AWW 29 
Golh. Holcomb, Daytona Apartments, 412 Raleigh 

Avenue, Norfolk, Virginia AWW 22 
S. L, Huddleston, c/o Linton's Court, 620 W. 

Congress Street, Brookhaven, Mississippi } AWW 2 
W. T. Jenkins, Route 8, Box 721, Charleston, 

South Carolina AWW 17 
L. R. Johnston, 1101 Government Street, Mobile, 

Alabama AWW 7 
W. M. Jordan, Tie Plant, Mississippi AWW 11 
J. M. Kelly, 850 Escambia Street, Jacksonville, ; 

Florida AWW 45 
J. ©. King, Route 2, Box 310, Gulfport, Miss. AWW 31 
E. H. Knox, 226 S. Dargan Street, Florence, S. C. AWW 36 
G. B. Latimer, 308 Baltimore St., Longview, Wash. AWW 34 
I. L. Leech, P. 0, Box 1183, Jackson, Tenn, AWW: 48 
D. R. Lorelle, 4427 Lafayette Ave., St. Louis, Mo. AWW 6 
C, N. Maloy, 502 Norwich Street, Brunswick, Ga, AWW 20 

mat ee 


. . Hammer Number 
Name and Address of Inspectors 


A. W. Williams Inspection Company (Continued) 
E. J. Massicotte, 2111 Colfax Ave., So, Minneapolis, 


Minnesota AWW 30 
IT. J. McDaniel, Jr., 128 High St., Montgomery, Ala. = AWW 28 
F, J. McGuire, 417 So. 5th Street, Louisville, 

Kentucky AWW 10 
W. B. Middlebrooks, P. 0. Box 375, Augusta, Ga, AWW 5 
R, E. Norgard, Spokane, Washington AWW 38 
Ernest S, Oaks, 1305 E, Jackson Street, Pensacola, 

Fla, AWW 46 
J. E, Payne, 315 So. Third St., Wilmington, N. C. AWW 50 
R. W. Polglase, 5720 Hughitt Ave., Superior, Wis, AWW 42 
C, M. Rou, P. 0. Box 51, East Point, Georgia AWW 15 
R. H, Sessions, Box 4026, Port Wentworth, Ga, AWW 33 
C. O. Stafford, 1715 ~ 25th Ave., Gulfport, Miss. AWW 25 
G, C, Thompson, 1014 Bratton Street, Jackson, 

Mississippi AWW 12 
R. K. Wheeler, 1613 East Strong St., Pensacola, 

Florida AWW 18 
W. A. Whittle, P. 0. Box 139, Spartanburg, S, C, AWW 19 
A, W. Williams, P. 0. Box 314, Mobile 3, Alabama AWW 13 
R. T. Wingard, 17 Traction Avenue, Montgomery, 

Alabama AWW 47 
G, R. White, 307 - 8th Street, Mena, Arkansas AWW 44 
A, R. Zemske, 4836 W, Strong Street, Chicago 30, 

Illinois AWW 16 

Bruce Williams Laboratories, 620-623 Joplin Street, 
Joplin, Missouri 
R, H. Baskett, Riverton, Kansas BW 6 
Sidney Roderique, Webb City, Missouri BW 2 
G. Summers, 618-622 Joplin Street, Joplin, Mo. BW 3 
B, Williams, 618-622 Joplin Street, Joplin, Mo. BW 5 
Robert K, Williams, 618-622 Joplin St., Joplin, Mo. BW 4 
A. M. Wood Inspection Company, Box 848, Hattiesburg, 
Mississippi 
H. H. Brantley, Crosby Forest Products DOr, 

Picayune, Mississippi W=4 
C, J, Carbonette, Picayune, Mississippi W-17 
M. P, Hardin, Cherokee Wood Preserving Co., 

Sweetwater, Tennessee W-14 
S. C. Richardson, King Lumber Industries, 

Canton, Mississippi W-19 
C. S. Sizemore, Jr., P. 0. Box 648, Hattiesburg, 

Mississippi W=24 
M. D. Stephens, P, 0. Box 105, Picayune, Miss, W=5 


ak em 


Hammer Number 


Name and Address of Inspectors 
A, M. Wood Inspection Company (Contimed) 
L. M. Stuart, P. 0. Box &48, Hattiesburg, Miss. W-10 
M. F, Tatum, Crosby Lumber & Manufacturing Co., 
Crosby, Mississippi W-7 
H. W. Williamson, RFD, Oakvale, Mississippi e W-6 
A.M. Wood, P. 0. Box 848, Hattiesburg, Miss. W-1 


ed. OFS fan paren 
J. K. O'Shaughnes 
Chief, Engineering Division 
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